incidents were related to any safety complaints made by Mr.   Cooley,     He
also indicated that during his tenure as  the industrial-relations officer
he received no safety complaints from Mr.   Cooley,  nor was he ever advised
that any such complaints were ever filed   (Tr.   145).

Kenneth R.   Smock testified that he is employed by the respondent as
a dryer operator,  and has served in that  capacity "off and on about  two
years".    Mr.   Smock stated that during one of his breaks on Friday,  May 2,   1980,
he encountered Mr.  Cooley,   and was advised by Mr.   Cooley that he had
withdrawn his bid for dryer operator and "was back on labor".     Since
the dryer operator's job paid more money,  he asked Mr,   Cooley for an
explanation as to why he had withdrawn his bid,   and before he could answer
he was summoned to the phone to answer a call from Dave Chalmers.     Mr.
Smock overheard part of what Mr.   Cooley said,  and  it  included some cussing
by Mr.  Cooley.    Mr.   Cooley hung the phone up,  but Mr.   Smock could not
recall exactly what Mr.   Cooley told him with regard to why he bid off
the dryer operator's job   (Tr.   149-150).

Mr.  Smock stated that while Mr.  Cooley was  employed as a laborer
had assisted him in lighting the dryer,   as did another laborer.     Although
Mr.  Smock knew that Mr.  Cooley did not like lighting the dryer pilot
with a burning piece of paper,  he could not recall him specifically
stating that he believed it was unsafe and Mr.   Smock did not inquire as
to the reasons why he did not like lighting it in that fashion  (Tr.   150).
Mr,  Smock identified exhibit G-10 as certain dryer operator reports which
he filled out during the period February through April 1980,  and  they
were submitted to Mr,   Chalmers   (Tr.   151).     Mr.   Smock also stated  that he
had observed Mr.  Chalmers light the dryers with a piece of burning paper
and that this was before Mr.   Cooley was  fired   (Tr.   151).

CIn.__c. ras_s_-ejxamination, Mr.   Smock testified that he was  assigned to
the dryer a week or so before Mr.  Cooley was fired,  and at that time he
was aware of the fact that the purge cycle had been "jumped out".     He
explained that the dryer would not light and that  the wire had been
burned off due to people putting paper in.     The paper would ignite    the
wire, but if "someone stretched it out and ran it around the spark plug
and it would work.     It worked occasionally"  (Tr.   152).     He reported  the
matter by indicating that  "pilot needs  to be fixed" on his  reports.     He
stated that the purge cycle was  the "yellow light on the console" and when
that indicator light would come on,   this would indicate  that  the purge
was completed  (Tr.  153),    He had reason to believe  that  the purge was
not working because the pilot button would not light when it was depressed,
and the burnt wire,  coupled with sand and water which would get into
the pilot,  caused the problem.    He also stated that the pilot  deflector
was missing, but he saw no one remove it,  nor could he state why anyone
would want to remove it   (Tr.  154).

In response to bench questions,  Mr.   Smock stated .that  the  telephone
conversation between Mr.   Cooley and Mr.   Chalmers  lasted a few minutes and
he only overheard Mr.   Cooley speaking,  and the explained what he heard
as well as what followed later in the day  (Tr.   156-157):
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